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May 23, 2019 


Ms. Emma Best 
MuckRock News 
DEPT MR 73653 
411A Highland Ave 
Somerville, MA 02144-2516 

Dear Ms. Best: 

This is in response to your Freedom of Information request received in this office on 
May 21, 2019 requesting “Documents generated as part of the creation of the FOIA office 

. whether this was at the time of the agency's creation or the passage of the Freedom 

of Information Act .” After searching our records, Selective Service System does not 

have records responsive to your request. 

If you consider this response to be a denial of your request, you may file an appeal. 
Your appeal must be received within 90 calendar days of the date of the initial denial letter 
by the Director of the Selective Service. Please address your appeal to the following office: 

Director 

Selective Service System 

1515 Wilson Blvd. 

Arlington, VA 22209 

Thank you for your inquiry. If you have any further questions, please do not hesitate 
to contact the Office of Public and Intergovernmental Affairs at the address above. 


Sincerely, 







